S06                                   ART   OF   COPPERS3OTHING.

A LATER STYLE FILM EVAPORATOR.

Another kind of evaporator and one of trie latest and much approved
types is^shown in Fig. 4.80.   This evaporator, it mil be noticed, is yery much

simpler in Its construction than Fig. 478 and consists principally of cylinders

and straight pipes.

FIG.   ^SO-AN'OTHER STTLS FILM EVAPORATOR,

The work for a coppersmith in this apparatus is chiefly the cylinders A,
B, C, D and the pipes attached to them.